To:  jessica.glanza@guardian.  co.  ukjjessica.  glanza@guardian.co.uk] 

From:  Microsoft  Outlook 

Sent:  Wed  8/12/2015  1:40:03  AM 

Subject:  Undeliverabie:  EPA  Prioritizes  Data,  Safety  During  Today’s  Gold  King  Mine  Response 

EPA  Prioritizes  Data,  Safety  During  Today’s  Gold  King  Mine  Response 


Your  message  tojessica.glanza@guardian.co.uk  couldn't  be  delivered. 
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Created  Date:  8/12/2015  1:40:01  AM 

Sender  Address:  StClair.Christie@epa.gov 

Recipient  Address:  jessica.glanza@guardian.co.uk 

Subject:  EPA  Prioritizes  Data,  Safety  During  Today’s  Gold  King  Mine 

Response 
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